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MEMOPANDT3M FOE: Chief, Communications Security Staff, 

Office of Communications 


SUBJECT 


: Qualification of Contractors 


~ rrhe the Proposed "Criteria for Qualification of 

Contractors for HAG * 1 A/TSEG testing has been reviewed and this 
Office has no objection to its adoption. 

2. Facilities utilized by this Agency would, of course, require 
security clearance by this Office. * 4 


SISHES 


Deputy Director of Security (PP3) 
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